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25X1X 1> [PE Setrak Abajian now has to functions in the Corrmiist 
- Parbys “ 


@. [He is responsible for the Jumayzah Quarter in Deirut. 


bo Ile translates fron Freneca inte Arnonian all written natorial 
obtained from the Soviet Legation. Me also prepares the 
pamphlets which are published in Armenian. 


@. Ghannes Aghabashian, the leading Armenian Commmist in Beirut during the 
period of the inunigration noveriont to Soviet Armenia, subsequently was 
accused of ambezzling funds, was expelled from Lebanon, and settled in 
Danascuse Ile lator became once more a leader of the Armenian Soction of the 
Cormmmist Party in Beirut. FEBBBstates that he is even more influential 25X1X 
than Artin Uadoyan, Aghabashian has two Party functions: 


Mo Responsibility for Ain Lisraysi Quarter in Beirut, which contains 
& Large number of Commun istsa 


be "Editor" of Party orders to the cells, as well as of propaganda 
panphlets o 


Agnabashian's wife is also an ardent Party nerbor and is very active. 


3» Yepren Blizian's specialty in the Party is Armenian communal affairs, 
25X1X MEN (ie participated im the Kavaragan (Armenian Legislative Asserbly).. 
lis principal duty, at present, is to plan vays and means of sabotaging 
Tasmmak activities In ordor to di:ninish Tashnak influences Before the 
Arnonian immigration noverient, Dlizlan had only a slight synpathy toward 
Communisns Later, hovever, he vas in such close contact with comrmmist 
leaders that he bocarie one of the aost achive Party nerberso __ 
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he Artin (Hasutun) Madoyan is half Assyrian and half Armonian. Ife has 
trio major dutiess 


a Responsibility for the War llithail, Qarantina, and Iajjin 
Quarters in Deiruts 


be Responsibility for holding together the Progressive Front 
(linchaks, Rangavars, and Cormmists). Ie pives directions 
te the Progressive front and keeps in close contact with the 
left-evving nevibers of the Rangavar and Winchak Parties. 


5. Bedros Ifinassian is very little know by nane, even to Party netberse 
Novever, his duties are quite inportant. 


a. fle is contact’ man between Garabod Pashabegian, Yeopren Elizian, 
Artin Madoyan, Setrak Abajian, Channes Aghabashian, and 
Baruyr Yerotalans 


ba He goes everywhere distributing written orders, propareanda 
pacphlets, letters, etee. 


co Ile is chief of a proup of five or six ven, called "The Sceret 
Comittee." This eccmitbee is rosponcible for tha execution 
of the dangerous duties; and its mecbers porform their fumections 
with some ease, as they are very Little knomm to the public. 


6 Garabed Pashabezian first became active in the Coumamist Party in 19:3. 
Shortly thereafter he was appointed as a paid Party official and [J 25X1X 
states that he is zealous in the performance of his Party works; he is 
primarily concerned with administration. Pashabezian constantly visits 
the cells in the various quarticrs and takes core of their Party educational 
progran, Me is also responsible far the Kerin Zaytim and the Khalil 
Bedevi (Jumayl) sections of Beirut, and the Ashraflyyah quarter. 


Pashabeszian is afraid to go abcut openly, as he is wider sentence of three 
years! irprisonrente 


7... Baruyr Yeretzian has two Party functions: 
a. Responsibility for the central part of Beirut, which 
inoludes the Zukale al-Dlat, the Karakol Drug, the Public 
Gardens, and the Khandak al~CGhani Quarters. 
be Chief adviser to the communist unions. 


mm the past, when Party metbers were imprisoned, Yeretzian was responsible 
for sending thon foods 5X41X 


95x1x 7 BEB comment. [BBB bas acquired Yorotzian's notebook, and states 
that It reveals the latter's contacts with union representatives, 
Socony-Vacuim employees, bakers, mechanics, typographers, ete. 
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